TASMON 1.12 


Changes between version 1.11 and version 1.12. 
on this sheet supercede the original manual. 


Certain items 


File 


M0DULE01/ASM - 


M0DULE02/ASM 
M0DULE03/ASM 
M0DULE04/ASM 


M0DULE05/ASM - 


M0DULE06/ASM 


Changes made 

Moved screen 
display routi 
module. SYS1 
required . 
No changes ma 
No changes ma 
Removed unnee 
error when so 
file . 

Replaced keyb 
better one. 

<SHlFT>+backs 
<BREAK> to ex 
version) . 
Moved system 
make it work 
number to 1.1 


scrolling routine and kept screen 
nes out of SYS13/SYS and into this 
3/SYS and INSTALL/CMD are no longer 

de . 

de. 

ded DI and EI instructions. Fixed 

urce code is written to a disk 

oard line input routine (KO) with a 
New input routine allows 
pace to restart line. Also allows 
it line input (bug in older 


stack 
under 
2. 


from X'03A0' 
TRSDOS 6.2. 


to X'0380' to 
Updated version 


jon d yarden 


